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B67-43001-321F. DIMENSION 24.650 IS OVERIDDEN AND SHOULD BE RESTORED TO IT'S ORIGINAL VALUE. 
THE SOLIDWORKS K-FACTOR OF THE SHEET METAL FEATURE IS SET TO 0.6 WHILE IT SHOULD BE SET AT 0.5. THIS HAS AN IMPACT ON 


ENGINEERING TO SIGN OFF ON DRAWINGS TO AVOID MANUFACTURING/SHIPPING DELAYS. ENGINEERING TO PROVIDE DXF IF REQUIRED. 
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